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MEMORANDUM FOR: Chief, Plans and Program Staff, OL 


INFO: Chief, Security Staff, OL 
FROM: 
Chief, 
SUBJECT: KY-70 en Pre-Installation Security Survey - 
1. On 28 August 1979 conducted a security 
survey at the The_following comments 


and recommendations are a result of that visit. 


2. A KY-70 Secure Telephone Unit (STU) is to be installed in the 
restricted area which is located in the center of the building. The STU 
is to be located at the end of the room, against the back wall, furthest 
away from the communications area which is located at the opposite end 
of the room. 


3. Two telephone lines with sequential numbers must be installed 
and terminated at the selected location of the STU. No other modifications 
or renovations are required. [_] 


4. The above was discussed with[ si and he is 
taking necessary action to order the telephone lines. | 


5. If you have any questions regarding this subject, please contact 
[ ]Security Staff on Secure Recension fe 
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